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ORIGIN USIA-04 

INFO OCT-01 EA-07 ISO-OO /012 R 
66613 

DRAFTED BY: USIA/ICS/ES:CHCLARKE 

APPROVED BY: USIA:ICS - DJDUBOIS 

APPROVED BY: STATE:EA/EX:ECHAMPAGNE (PHONE) 

USIA:ICS:WBDAVIS 
USIA:IEA:TLIU (PHONE) 

STATE:EA/J:CDUNKERLEY (PHONE) 

081599 

R 110008Z OCT 74 
FM SECSTATE WASHDC 
TO AMCONSUL NAHA 

UNCLAS STATE 224471 

FOR COCHRAN PASS BEACH 

E.O. 11652: N/A 
SUBJ: OCEAN EXPO ’75 

FOLLOWING SENT TO TOKYO. 

REQUIRE CLARIFICATION ON FOLLOWING: 

1. CAN A 120/208 VOLT THREE-PHASE, FOUR- WIRE, 60 CYCLE SECONDARY 
POWER TRANSFORMER BE INSTALLED AHEAD OF MAIN DISTRIBUTION CENTER 
SO THAT ALL FEEDERS AND LOADS CAN BE 120/208 VOLT? 

2. WHAT WILL CAPACITY OF EACH MODULE AND ADMIN. MODULE BE? 

A. DOES ASSOCIATION FURNISH AND INSTALL MODULE ELECTRICAL PANEL 
BOARDS? 

B. WILL FCU AND EXHAUST FANS BE CONNECTED TO MODULE PANEL? 

IF NOT WHERE ARE ELECTRICAL PANELS FOR FCU? OR ARE OTHER 
PANELS NEEDED FOR EXHIBIT POWER; EXHIBIT LIGHTING AND A/V? 
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C. WHAT ADDITIONAL LOADS OTHER THAN EXHIBIT POWER, EXHIBIT 
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LIGHTING AND A/V? 

3. FOR KAMIYA - WHY ARE ONE LINE DIAGRAMS ON DRAWINGS 323 
AND 336 DIFFERENT? WHICH IS BEING BUILT? 

4. WHY ARE WIRING DIAGRAMS ON DRAWINGS 338, 339 AND 340 DIFFERENT 
FROM WIRING DIAGRAMS ON DRAWINGS 325 THROUGH 330? 

5. IS THE 200 KVA INDICATED IN NAHA 420-U FROM BEACH INTENDED 
TO BE AN ALL INCLUSIVE PROIECT TOTAL OR DOES IT EXCLUDE AIR 
CONDITIONING, VENTILATION, AQUARIUM, WATER PUMPS FOR ADMIN WATERFALL? 

6. REPLY ASAP. INGERSOLL 
UNCLASSIFIED 
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Message Attributes 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: EXPO 75 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE224471 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USIA/ICS/ES:CHCLARKE 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740289-1102 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 052/aaaabsau. tel 

Line Count: 74 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN USIA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 APR 2002 
Review Event: 

Review Exemptions: n/a 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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Subject: OCEAN EXPO '75 FOLLOWING SENT TO TOKYO. 
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